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C. MU SSI ON SUCCESSFUL. WEATHER CLOUD COVER AS BRIEFED, 
WINDS WEAK FIRST HALF , STRONGER LAST HALF. NAVIGATION GOOD . 

D. AIRCRAFT OUT FOR PERIODIC INSPECTION. 


25X1 


END OF MESSAGE 


25 YEAR RE-REVIEW 



^e-rs E C R E T S 


Sanitized Copy Approved for Release 2009/11/02 : CIA-RDP89B00569R000300020072-8 







